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Bureau of the Mint, 



June grd. 



0. C, Bosbyshejll, Es:q.., 

Superintendent, U. S. Mint, 

Philadelphia, Penna. 

Sir: 

Replying to your letter of the 2nd instant requesting that the 
Seiss auto.inatic weighing machines now at the San Francisco mint be 
sent to your institution, .1 have sent your letter with my endorsement 
to the Superintendent of the mint in San FranciscOi 



Respectfully yours. 


Director of 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C. 

June 3, 1890 

O.C. Bosbyshell. Esq. 
Superintendent, U.S. Mint, 
Philadelphia, Penna. 

Sir: 


Replying to your letter of the 2nd instant requesting that the Seiss automatic weighing 
machines now at the San Erancisco mint be send to your institution, I have sent your letter with 
my endorsement to the Superintendent of the mint in San Erancisco for report. 

Respectfully yours, 

E.O. Leech 
Director of the Mint. 



